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Although the Emergency Communication Network has been in 
operation in New South W ales for some time now, using the=2..0%. 
Mains as the source of power, it was fully realised thats, to live 
up to its name, the Network should be capable of functioning 
jndenvendently of the mains, With this thought in mind the writer 
set to work to design a universal power supply to operate from 
240 volts 4,.C, or 6 Bolts D.C. supplied by storage batteries, 


Since the outbreak of hostilities, which was to curtail the 
activitios of thousands of -.mateurs the world over, tho very 
little used ~ as far as Amateurs were concerned ~ vibrator unit 
caine into its own and due tc the progress made with its manufec- 
ture, it is used by the Defense Forces of every néetion 43 & means 
of supplying H.T. to countless Transmitters , Receivers and pieces 
of Equipment requiring a constent source of voltage inde pendent - 
of tho 4.C. Mains, With care and proper attention to the manu- 
facturer's ratings their operation is prectieall, trouble free, 


The power transformer was the first problei and arse a 
standard roceiver type Was revamped for sAC-DC operation, loss 
were too great and having the resources of a well edauipped 
laboratory at my disposal] specifications were drawn up and sube 
mitted to a local manufacturer, This transformor hes tho follow- 
ing windings, Primar:;y 240 volts 4.C., 6 Volts D.C. for Vibrator 
and Secondary 350 volts each side of Centre tap at 150 milis and 
a 6,3 volt 8 amp, for lighting all filaments when working on :..C. 
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The Vibrator Unit is a 6 volt non-s“nchronous type rated 
at 100 milliamps maximum output using & fvll wave tube reeti~ 
fication system for minimum voltage drop and under test this 
unit withstood a 200 mill drain without noticeable siens of 
wear and tear on the contacts, It is sugsested that operetors 
do not carry out this overload test! it this severe overload 
the battery drain was in the region of 12 to 14 amps, However, 
under normal operating conditions viz., 100 mills the battery 
current dropped to 9 amps which is not &n unreasoneble drain, 
This current drain does not include the filament drain of the 
transmitter and receiver, A separate accumulator automatically 
connected by & plug and socket arrangement as shown in the cir- 
cuit diagram takes care of these filaments, 


The INPUT HaSH FILTER is quite conventional and consists 
of a pair of I.t, Chokes wound with 70 turns of 16 ge@uge enanel 
wire on a ¢ inch formcr and by passed to earth b- means of 
eo mfd tubular condensers, These chokes must be wound with 
heavy wire to ensure ho voltage drop at the vibrator terminals. 
For the same reason @1l1 connections between battery, transformer 
and vibrator should be wired with the same gauge. The 100 ohm 
resistors across the vibrator are to suppress sparking at the 
contacts. : 


The BUFFER CONDENSERS. This is probably the most important 
component in @ vibrator power supply. If it were omitted from 
the circuit or should the capecity be incorrect, excessive 
sparking at the contacts would occur and the life of the vibrator 
considerably shortened and in addition bettery drain would be 
high with a corresponding loss in output. Therefore the con- 
structor would be well advised to experiment with different 
values, The ideal test of course would be with a 'scopo, but 
we cannot al] avail ourselves of the use of one of these very 
handy pieces of equipment, Proper values arc usually between 
0005 mfd and .01 mfd, tho condensers beings ratcd at 1500 volts 
working. 

RECTIFIERS. This section consists of two 6X5GT valves 
with their plates connected in parellel, used as full wave 
recetificrs, The contre tap of the transformer is carthed through 
an On-Off Switch, Br removing one of those tubes the voltage 
drop is only about 40 volts, and this means that the installate 
ion is capable of operation should one fail at any time, although 
incfficiently,. 

H.T. OUTPUT FILTER. This scction is quite conventional 
although somewhat claborate, and consists of an R.F. choke and by 
pass condenser immediatcly following tho rectifier. ‘The filter 
condensers C7.C8 and Co are 14 mfd. 600 volt working clectrolytic 
connectcd totalrics to give a total capacity of 7 mfd. and a 
working voltage of 1200 volts. When the unit was first constructed 
only one clcctrolytic was used with disastrous rosults, so it was 
dccidecd to play safe end use two in scries, Tho filter chokes are 
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of standard Cesign and shovld ve cepeble of carr -ing at least 100 
mills and for preference 150 mills. « Bleeder resistor of «5000 to 
50,000 ohms wes used in the originel unit although not shovn in the 
circuit dicgram, Actually its incorporation is of couotiul vilue as 
some pert of the installation either the Receiver or Trensmitter wil}. 
be running &t all times and in éddition it uses some of the scires 
milliamps when operéiting on D.C. 4 Pilot Light of 6 volt is &«c° 6A 
asa safety measure, 


CH.SSIS. Here is a’ description of the chéessis which was use ani it 
is hoped thet other stations me be in a position to duplicete seme, 
It is constructei of 15 gauge steel 12" x 8" x 23" for & twofold 
purpose viz., rigidity and shielding. The trensformer, vibretor end 
rectifiers ere enclosed in 4 steel box with tightly fitting lid and 
the builder should make certain thet these pieces make good contact 
with each other es a further eid to suppressing harbheand other 
noises when on D.C. «= Steel bottom is also fittes to the chéssis 
for shielding purposes énd as & precéution against acid fumes from 
the batteries located directly uncrerneath. This bottom shield is 
cadmium plute to provide positive contact to frame &s & common 
negative is usei throughout the installation. 


The changeover from :.C, to D.C. is A@ccomplishne? in & matter of 
seconds b:7 means of @ plug and socket urrangement crsdit for which 
is given to 2Ra for a very handy and ingenious method. The original 
.ideé. was to use severél switches ganged torpether mt thet meént a 

lot of wiring and working out @ complicates circuit. The D,..5.T. 
in the «,C. Primery of the trensformer is vse* for safety purposes 
to oreak both legs of the mains. This is important end mst be in- 
corporeted in all units... It is quite easily; reflised that if 4 3.P. 
switch were used it mav quite eccidentally ve wired in the reutrel 
side and the active be alive on the unit. The E.T. end milement 
connections are made to & six vin socket at the nack of the unit. 


The battery leads should be twister together evenly and shielded 
for almost their entire length @s an added preceution to prevent this, 


This completes the descrintion of the unit an: now for a few 
details on its performance. At no. load the unit delivers 590 volts. 
At &@ load of 50 mills correspon‘ing to the current <rain of the 
speech amp-modulator the voltege is 550 so & dropping resistor should 
be included in the receiver to drop the voltage to 250 miximum, The 
value of this Resistor is easily found by Ohms Law. at a loéd of 
approximately 150 millimps which is the totel current drein of 
Trensmitter, Modulator and aerial relay the voltage is 3c0 miximum, 
The 807 stage draws 40 millimps. Tho current drain on the Vibrator 
battery at this loa’ is 10 amp and the drain on the Filament battery 
6,5 amps, The batteries are 150 ampere hours rating, This means 
that they will last nearly 12 hours before needing recharging, The 
output voltage working on D.C. is approximétely 20% less than on 4.C. 
and according to reports from Control this “oes not appecr to affect 
the signal very much, 

(Continued, Pé.ce 8) 
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ELECTRIC SYNCHRONOUS CLOCK 


-ee For those Mechanically Inclinod .. 
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o This article is & copy of one pubdlishec in The 4ero Beat News 
several years ago, Tho clock has been built by the sender ViKZOli 
and works very well. It is for operation on 240 volts 50 cvrels. 


The clock is not self-starting but has to be startod br gently 
turning the spintle. The motor “oes 2 00 R,P.M. and has 4 worm 
wheel to give a 40 to 1 reduction on second's spinile. For the 
stator 2 plates € are required, 3" in diameter an! about 18 (10 g. is 
better if vou can get it machined) or 20 gauge. This is marked out 
as shown in Fig. l. he holes for the nails are drilled with a Mo. 
57 Drill, Before drilling, hone off the shoulder of the drill so 
as to make a noat hole (shown in Fig, 2) which will make the nails 
a tight fit. 15 nails number 12 gauge are cut to 3" lengths and 
then sold:red into the holes. This completes the two Plates for 
the stater, ; 

& pieco of Brass Fibre or cardboard tube 2" long and 1 11/16" 
insine Diam. is then slippod on over the nails of one plate and 
the other plate is pushed on from the other side (sce Fig. 3). 

The inside face of the Plétes is insulated with paper and the 
winding is put on (2 ozs. 45 gauge swe enamel), after winding 
insulate with & strip of paper, and then a pioce of this sheet 
iron 2 " wide and about 9g lone is fitted around the coil. ‘This 
completes the magnetic set from the nails on plate on one siiie to 
n@ils in opposite side, Ths coil should have about 6000w D.C. 
Resistance, but is not critical (except from an economic point. 
The higher the resistance the less current) (5000 ohms will not 
operate my own electric light meter)’ 


THs KOTOR: A piece of spring or cast steel 2" square is marked out 
as shown in Pig. 4 and after drilling is hacked out with a hack saw 
and finished to size with a file, When finished it should look 
something like Pig, 5 (loss N.S.N.S.N.S. Ki.) after being drilled 
to take spindle fit same an? trv turning Hotorinside stator, (it 
should turn 0. K.) If it doesn't, fale it down a bit or scrape a 
little off the n@ils, When it runs freely make it red hot 4nd 
quench in water afts. which it is to be magnetized as shown. Tho 
jig for magnetizing is shown in Fig. 6 about 2 ozs, of 26 gauge is 
wound as shown on 6 poles mounted on @n iron base, (I use Ge ah 
bolts about 2" long) a 6 volt batt. is then flashed 5 or 4 times 
with the rotor sitting on top of the poles. (if vou want a really 
strong magnet use 45v B Batt.) 


The bottom end of the spindle is ground to a point an’ the 
bottom bearing is a screw remove? from an old clock. (The escape 
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wheel bearings are used for this.) ‘The other bearing is just a 
plece of 3/16" brass drilled to fit spindle, «= worm wheel is 
next fitted to the spindle ani this has to soar with a 40 tooth 
wheel (removed from the alarm portion of old clock) a half inch 
Whitworth bolt will do in most cases tf the teeth on tho wheel 
are filed a little. It will be much better if a worm whoel can 
be turned up in a lathe, but the bolt will work. The motor is 
now complete, An old? German alarm clock is required unless you 
happen to have a lathe. If you have let me know end I'i1 give 
details for making the whole works. 

Remove all the works from the clock except the ma@in spindle, 
the secon) hand spindle and the wheel and pinion coupling these 
two. : 

The second 's spindle is usually fitted witha 40 tooth whee l, 
if not in vour casc, fit one or get.another clock, Now a spindle © 
his to be fitted with an 8 tooth Pinion to mesh with the 40 teoth 
on the second!s spindle and the 40 tooth wheel from the front of 
alarm portion is put on to the other end of this spindlo, This 
wheel gears with motor (gearing is shown in schematic, Fig. 8). 

The clock complete looks something like Pig. 8. 


P.RTS ¢ TOOLS REQUIRED: 1 old German alerm clock (@ new one will 
do HUT) 2-3 Diam. iron plates for Kotor, 1-2" square by 3" thick 
cast or spring stecl for Rotor, 12 peuge nails. 1 piece of Brass, 
fibre or cardboard tube. 2 ozs. 45 gauge SVG enamel, 3” Whitworth 
bolt for worm wheel, No. 57 Drill (7/64" is nearest fraction but 
7/1000" oversize). 3/8 Drill. 7/32 Drill. 1/ 8 Drill. Hacksaw, 
file, soldering iron, a little commonsense and plenty of patience, 
(I'm still thinking of that 45 SWG). 


Any information required may be obtained from Vae0OM who also 
has a magnetising jig for anvone who wishes to use same. Naturally 
half the fun of making anything is to figure it out for vrourself. ee 
I got plenty of splinters in my fingers, out I man@ged the job .a@nd 
I'm no genius, so I guess the interested lads.can co che Sa1e,.eel 
made it and 1t works, 


a 


sete ne pee <A ne : eee ee 


} - ¥ F ike : | 
“$2 see ae 
ae Foes fem 

| piG Ss iy j = | ee eee 
« = Slee 4 \ fe | 
aa, (gee 
| favas ut \ “ ¥ H H | 
| , ee poe 
i % . a ZZ } 
| Sgn N ee, | 
| oa 

1 


ern ne ee nee 


ee ce ncn ete ee en en ae eR eran eet at ER A ST RA 


SECOND BANG 
SPIMOLE 


MOT ON 


ee en et eae ee arene Samet 
MAGMETISENL 


PERS 
fr 
| 
oar) 
Ic rininastia 
J 4 3 
e = vagy 
{ : vir NA } 
- . weet 
Sr te em nt nn ne rer rr to rn ne tt a ee ne 


i Ee 


ea) 28 assum sees 


met 


} + + a b 
1 eat a aos Miele ineseern OMe < _— 
Anaegpras macanete coms: a onsar 


a oe 


ANOTHER METHOD OF HBJUVEN:TING BLECTROL “TICS 
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IT read with interest in a recent issue of "4A." of methors of: 
rejuvenating old electrolytic condensers and thoveht I would pass 
on a metho which I have found to be effective with 90) of wet 
electrolvtics, 


The reason for the failure of the condensers seems to bo a 
thin dielectric film which forms at the junction of the aluminium 
anode and the supporting rod, these being usu: ans clamped or 
sometimes riveted, together, 


The cure is to remove this unwanted film br connocting the 
condenser in series with © 40 or 60 watt lamp across the 240 volt 
ac mains, Usually nothing happens for several minutes an’ then 
the film suddenly’ breaks down, causing the electrolytic to sizzle 
and the lamp to light. The power should then, be switched off and 
the condenser reformed by connecting to a D.C. svpiy of several 
hundred volts from a receiver power supply or the like for about 
ton minutes, after this period it will be usually found that the 
con’cnser has acduired a new lease of life. 


Obviously, if there is no electrolytic at all in the conden- 
ser to start with this method will not work, I have fixed over 4 
hundred or so condensers vsing this method, so thought it worth- 
while passing it on to the boys, 
k : 4as0000s- 06 


Continued from Page 4:- 


The Recviver is a supereregen and with the gain tmrned to 
maximum, no trace of hash or noise was noted, and as & further 
test the carrier was left running for 4 few minutes and Control 
reported no difference between 4,C,. and D.C. 

Since completing this unit « L,T, fuse of 15 amps was added to 
the &4 plus lead in the Battery circuit to guard apainst overload 
should any of the components fail at any time, 


In conclusion it is pointed out that with proper handling 
and strict adherence to manufacturer's ratings this unit will 
give “100% service, hemumber “Transformer, . Vibretor and Rectifiers 
rank high on the priority list ani it may be impossivlc to repl.ce 
same, The motto of the Network is "Ready for Any Zmergoncy « 
Never lot it be said that: rou could not live up to. it, 


Any enquiries regarding this unit shouls be aiiressed to 
C. Frvar MV2484 extension 271, 115 a Teenyson Koad, Gladesville, 
or kh, =, Priddle, SW6006 or XFI1835, Sraner Koad, Greenwich. 
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SLOUCH H.75_and FOMGE CPS, 


Pleuse Mr, E'itor, mv I loige an objection? You usually put 
“By ©" under mv title, and that is giving me, usually, crecit 

for a lot that I do not write, «All kinds of one Pe weaving all kinds 
of «ustraliats fighting Hats and Cans write this column, and all I 
do is to. retype, these, their messages to the frannducties still ree 
member, till the S08 start again, In some cases I mention who the 
weiter i is, but where I am not sure this is wanted by urr coiresvonient, 
I leeve the call out. But this, I insist, is the Hems colum &nd 
very little crecit is due to 2v¥C, except for the “lousev" typing br 
means of one finger, 

I nearly sent these notes down to VIM by han? «s SOF was on 
his way home for a week's leave, after @ nice long cruise” in north- 
ern and north-eastern waters" as the commniques so7, Itis said 
their ship was sunk (by Dame Rumour) at least once a week while aor, 
but as SOF reports Wilf 2.LF and the others “all in the pink’ the 
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less of the. ship seems to have been & little exaggerated. 

Bill Lewis 2°B/6YS3 is now down in VIM doing his “pre-commissior 
course, Best of luck Bill, om, vou deserve it long ago, <i0 must 
have about finished his b~ now, 

Did vou know 3KJ went to Vk4 on "business" and, believe it or 
not, went both wavs,..in & train.” How cid vou let him got awa 
with it, Vaughan, can't vou “meke" him fly. Hit oe 

- We so get the news the “hard" way sometimes, From the T« R 
Bull. I see that Chériie Miller 2iDE is the proud Father of & 
Daughter, Whv keep the good news so derkin VE, em??? Congratulations, 
ana I trust tho vroung lady is fb, with 100% mo “ylation. at 5 &.m, 

Sit Clarke @1so has a Baby Aaughter.. talk : about the silont 
service, Sid. ith four BOYS I'll heve to have a chet with vou and 
Charlie. HI! £0 see what it is I contt know! !11! mee 

VKS5CG..,Johnnis Brogen of Merbein iS 4 signelman in the lst 
4ust., Inssvenvant Signals Group 4.I.F. somewhere in Australia, 

VE3SVN...P.5:.Evens formerly of Smeaton now 4 Fliving Officer in 
tne hee ee. 

Vi3SC...Set. 2. Cook of Swan Hill is still in the North with 
eroup 54 of the Ria 

VK3STD. Flving Officer 4. N, Buzacott, ex technician at 3LK, 
Iubeck, is now with the R,4,+#.F. Directorete of Sigs (cvite &@ lot of 
water hes passed unier briciges since the jevs at MeMahons Pt., emt!) 
owe is. trom the 2°C ts) 

VKSOJ Corp. Koot. Stevens of a sigs group in Kew Guinea 
reports having met W7GTH Set. Verne Bae “pton of Oregon U.5.4. 

VA35VZ..5imeller J.C. Duncén now locate: with Sigs Hy léth 
AUStcacDLVLSLON, 

VKSEH...Sgt. E. H. Foot of Balwyn at praesent with bis Sehool 
of Signéls at Ronegilla, ’ 

VKS5SCT...L:0 Graf of Gx “oup 962 R.A... PF. toesn't worry about 
"slickers &@nd passbooks" now. Hil 

VK3FY...Pilot Officer Bill Fulton is to be congratulated on 
obtaining his Commission, Biil is with Group 6¢5, R.z..:-.F. 
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VK310..4,. L. Maquire of Stratfor? i8 &@ “Loot" with a heavy a/i. Btterv, 
VOW H. oi .W Chantler is still with the R.A.A.F, at Balleret ane’ is 
now a Warrant Officer, 

4RF...left Canberr:, but judging from the following from SkY, they 
are ail "star reporters" up there. By the war, Rev, Feed wes hore 
at 27Cis the other night ani sevs “there is no douvt &bout you.” Hit 
He has bean for a trip up north ani now has @ goo’! “American touch" 
as he reckons that the mosgvitos are so big up thero that when one 
lanje’ on a “drome the lads et first used to rush out to refuel 1b??? 
VE35RT,.:fills the page as follows - 

“Pirss the Roll Call of the Canberra Clan:- 

VA5/220.. .Dave Duff, Chiof Shore Wireless Op:retor. 

VKSRY. ...Hay Smith, betty Officor, Teleg list. 

VkeanP ...Jack Gore, Learing Telegraphist, 
VKeank ...fep allen Gonbisinen- Tele gra phist 
VKSFi ...5rian #«nserson, Leesing Telegrephist 

Of the W's 


WOLOW ...4. 3. Eivst, Lieutenant 0.8.1. 
WoRBea ...B. Litwek, Racioman, First Cless 
W5PPXK ...C, 3. Gibbs, Raiioman, First Claas, 
WSGFB ...4. Holzmiller, Récioman, First Class, 
But as he savs tae astablishment is no so big and there &ps so 
a! 


manz7 both of our anc’ the US Navel mer herve thet no doubt other hems 
are on the station (Fred sars vou missed a W9. Hi 1) 
VK2"0 is still going strong «t the psensnevine station «t Belconnen 
and has a crowd of Wireless Mechanics to train to aic to his worries, 
How he keeps ail those ae rigs on the air is something of a miracle, 
He certéiniv has 'em tamec, As the Xmitters ere pretty active, 
finding time to service eiok is a bit of a problem, When I last saw 
Deve he was busy cleaning out one of the I20M! bottles, In sow of 
the Xmitters they put in four big “ bottles" usang them two et 
time, and the éeriel currents is several Imnived 46PS, anc how! “es, 
sir, 230 is a busy man thise davs, Would you believe it, he tees 
kean delight in sencing young ant unsuspecting s@iloirs out into the 
paddock on a push-bike so that they heve to pass under the o1ig setts 
aerial. Zou should see Di looks of astonishment when the vouth top- 
ples off when the HF makes the oli oush-+-bike a bit too hot to henrle, 
(I must remember TT «hon “Tt pav my visit to Canberre, Duve...2 0). 
VK3RY (that's me) is now the proud Fother of &@ bonne saughter, The 

co 


junior op certainly takes up some time, This is mv first en’ scems 


to demand 2 lot of attention so 3KY “oesn't get much time for one 
thing ¢lse, ask Frenk O'Dwver, he knows, (Wh:t!s tho use, Frank “ren 


awarr" to sea, Hit, .2°C-)..incidentally, appirently so did 4hr, Mt) I 
am as 4RF has told ov in charge of méirtenence at the recciving 
station and am rather fortunate in “possessing” e rather modern : 
service leh,, with plenty of test equipment to phar with, There: is 
not mach bume for play though, as I have more than half a hunorad 

or so, of moter communicetion receivers to keep in Wor “king order, 
peside s hich speed gear, remote control equipment for the xmtrs, 
diversity receivers, UHF seer 


(Continued on pe2e 14) 


: - 41 =o 
De eves i ONAL NO TE S$” 


eee fr amc: eset RS Levers ee ee tn ees en ee ee Te eee ene re ey 


“Be de oral Hoedauartors Az 


Federal Headquarters has now been locéted in Few South Wales 
for close’ on two veers, now the minimum perion thet any Stete mary 
act as Head-quarters Division without references to the other Divis- 
ions. This gact his been brought under the notice of the States 
concorned and they have been requested to forward their views 
reearding the location of the Federal Executive for the next two 
Years « i 

One of the first acts of the Federal Executive in New South 
Wales in 1941 was to take a Consus of all Amateurs in an endcevor 
to ascertain the Experimentors pert in the war effort, The success 
of the Census wes. apparent from its inception and neerly 605 of 
cards were veturned, Ag two years hed elapsed.since this Census 
was taken the possibilities of bearing it up to date wore discussed 
at the August Mecting of the Executive: and it was deciuced that 
alt hover the Cards} mas t-now-ber consi ditermd itt cmt deche: agate vine 
of Seckp Vile Leent:d hose dbo ‘te Pti un til thie: boss ada om of 1 


| Ris r ya re B AavoVv sthre fa 
Tha’ tonthannivotaars a 5 Spoupt. witer, ‘tho 
notice of Covnci ilors and io po of “the ‘obinion ‘thet the fin aoe the 
although in a roneo-ed form comparcd favorebly from 4 tonnaaee ! 


point of view with amr cxporimental publication being published 
anywhore else in the world to-day, It was felt that tho publica tion 
of the various Divisional Rererts had done mech to muky tho pubdli- 
ehtion the mouthnioss of Amateur Radio in Australie, The Victorian 
Division assisted by Now South Wales are to be commendes upon those 
efforts and shovli pain a great deal of satisfaction that their 
efforts have &lso roceived commendation overseas, Congratuletions, 
VK3. 3 os ares 

Shades of the pest. - At Ats last meeting the Fodcral Exvcutive 
recuived an avolicetion for a W.A.C. Curtificete from Tolegraphis 
Fred Lubach VK4RFi Let us ho pe that the International ame tour RatLo 
Union is still issuing thom. 
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_ NEW SOUTH WALES DIVISION 


August General M sting of tho. Division Wes quite the largost 
for some considerable time ‘ant cui te a number of old and familiar 
faces, veny,noticed among tha. ga a therin ga: o Sige evenerifoe GRO +r Seri 


AGS: T 


President, _ the: Chair, was gecupiyd, by, Hero la nbS EES NRE vo rgoolt 


Membors wore informed gaa the REA: term, of ORtIce of ‘tho 
Fodaral Fxecutive. would expire in Septcomber and that Federal Head- 
quarters had notificd the Division of this fect. It wis unenimnously 
decidacd that New South Wales was quite’ pre -ared to act as Jhiad- 
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quartsrs Division for the next two years ani thet the method of 
election be the same as in 1941..A vote of appreciation of the 
splencid work carried out by the Federal Executive during the 
past two veers was carried by acclamation, 


Several recommendations from Council} were discussed by Mem-~ 
bers, the first being a suggestion that the Division endeavor to 
raise funds to augment the Australian Comforts Fund "Adopt @ 
Soldier Scheme" Members were infcrmed that under this scheme the 
payment cf £2/12;~- por annum would provide weekly comforts for 
one soldier for & period of twelve months, It was decided to 
inanevrate this fund immediately and through the courtesy of 
Messrs, Bennet 2VA and Noad the September General Meeting to be 
helc on the 16th day of tnat month will teke the form of a Picture 
Night. In addition, it was decided that all members be circuler- 
ised bringing under their notice this entertainment, 


Another reccemmendation was that the Annual Dinner be revived, 
This suggestion caused considerable discussion and it was finally 
decided that each membor be circularised in en endeavor to aséer~ 
_ tain the &pproximatse number of hams who would be present. 


During the month two overseés visitors, Messrs. Al Stansfield 
W2NDJ and Jim Dimmock W6PSO were entertained and it was enticipated 
that they would have been present ot this meeting, but Douglas 
decreed otherwise } 


A striking example of faith in the Institute was exhibited 
by one of our country members recently. He forwarded sufficient _ 
funds to make himself financial up to. ‘19471 That's the spirit. 
With chaps like you ham radio will alwevs prosper, 


Members will regret to learn of the passing of “Jerry” Junk 
VK2EY, who was accidentally killed on Saturday 2lst August. <H7 
was attached to VL2JK recently, and was repidiy proving himself 
a keen ana capable operator, His pessing will be mourned by @ 
host of good friends, A wreath was formrerded on behald of the 
W.1.4. and #.C.N. 


The next Meeting of the Division. will be held at “".M,C.A. 
Buildings, Pitt Sti ect, Sydney, on Thursday 16th September, and 
will as previousl mentioned take the form of a Picture Night 
in aid of the-A.C.F. “Adept a Soldier Scheme" Don't come alone, 
bring the XYL and let her see the fine bunch of fellows you mect 
at the ¥.M.C.A. each month, s 
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EMERGENCY COMMUNICATION NETWORK 


August General Meeting of the Division was mde an .C0.N. 
night, all operetors being called togethor ta Aisover tie workings 
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of the Network generally, una to mke suggestions rererding improve- 
monts, The main subject was th.t ego oli topic “Fone versus C,W,' 

It was decided that a Mores Practices Class be held cach Sundevy morne 
ing betveon 9.30 &4.m and 19 a.m imiediately prior to tho commencement 
of tho Exercise, In addition, Messrs, Frver and Thowpson voluntocred 
to act as instructors should operétors be willing to support u class 
to be held on cach Tuesday in the month, 

Saturday 4th Septomber was Civil Defence Day in Svdnev and the 
Network Wus represented on the Svete Control Fioat in the procession 
that formed part of the celebrations. This Flo.-t depicted the manner 
in which State Control would work in &n amergency, Communication 
being the main feature, The Radio Section exhibited the type of 
installation at the outliving stations - VL2JL's, a3 a matter of fact, 
Tyo cperators were seate: on the truck and during the march Morse 
Signals were trnasmitted in two different tones through Loud speakers 
thus givine the impression that two stétions were handling traffic. 
This ingenious idea was the result of a brain wave of Chas, Frvar 
VK2eNP. ; 

EDITOR'S NOD:+ Unforvtunatel:s owing to lack of space the rest of 
this report has been crowded out, : 
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WESTERN 2.USTRaLT.N DIVISTON 


eee Emergency Communication Network + By VKOM, ... 

Whilst we are not in the fortunite position of being “blo to cone 
duct & series of message handling exercises, such as recently held 
by the New South Wales Division, we feel thet the stags is set, and 
the prospects very bright. Much’ good work has been done in recent 
weeks, and the instaliation at Contral Control should be completed 
by the end of this month, Various tests heve been carried out be- 
tweon fixed points, culminating in & general survey of the Metro- 
politan and Suburbén areas on Mey <9Oth. ; 

A Mobile unit opereting from the car maintéined satisfactory con- 
tact with two fixec Metropolitan Stations, Fourteen selected points 
in the verious Control Areas, were tasted ane the results obtained 
auger woll for the future of the E.C.I, in this state. The two fixed 
stations were operated ‘rr 6GM and 6LW whilst 6F, and oNL spent the 
greater part of the dav in the car, 

In view of the temporary nature of tho equipment in the car, and 
the transmitter power (4 watts) some dovbts were oxpressed as to 
its ability to do the job. This proved mere delusion end those who 
took part in the test were very gratified with the rosults., 

6LI¥ Wally Peterson has done some excellent work with the transe 
mittor for C.C. an’ is to be congratuletor on a splendid job. Wally 
is full of enthusiasm and always reédy to co-operite in anv matters 
relating to E.C.N, 

6GM George Moss, also doing great work and has tho instellation 
at C.C, well in hand. George and Wally work hand in hand, and 
between them have eccomplished @ great cecal in the design "end con= 
struction of equipment, 
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6FL,.Full of entmsiasm, derives much pleasure co-opsreting with 
ahove in various tests, Particularly. likes being calles out at 
0500 hrs: (sev'ts -rou). : 
6HL..also very keen, Seen at control Cantre during course of instruc- 
tion, Harry, cid you forget our lines the other night? Hit 

Persoralities are few, Dut many well Imowm VK6 hums wore seen at 
course of instruction for _ Communes tions Steff at c.C. #s this course 
is almost completed we trust thevy will now teka an ective ~vrt in 
B.C... 
6CB, Cliff Brown still as full of enthusiasm as ever, and doing a 
great deal to furthe» the interests of H.C.H. 

In conclusion, I might mention that we feel a great deal has bee 
accomplished, and in this respect we owe a debt of grzutitude to our 
worthy Sesre tary, Chariie Quin 60X.-who has been tireless in his 
efforts to suppert and further the prospects of E.C.N. in this State, 
His time is limited and auties many, ~wt never the less he alwe 7s 
mane ges to do the seeminel* imvossible. 
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JICTORIAN DIVISION 

The Annual General M=%ting of the Viet jorian Division was very well 
attended, &@ representative gathering being vresent. 

Tho election of President for the ensuing 7ear was clossly contes- 
tei, Messrs, H, N. Stevens VKSJO; R. Marriott VK3SI and 7.3. Marsland 
VKSN¥ were nominated fox the pesition and on going to the ballot 
Mr, H. N. Stevens was re-clevcted, 

councii elected for the next term were:- Messrs, R. Marriott, 

J. A. Ridgway; H, Burdekin; A. Clyne; H, N. Stevens; J. G. Marsland; 
I. Mor BED 5 and C, Guin, : 

At the subsequent eae. Meeting Mr. RK, Marriott VK3SI was elected 
@atrnan fo. Sone, erotarvy, Mr. R.A.C. Anderson, VKSWY. Mr. J.G. 
Marsernd VARSNY was beneis een Treasurer 

Members ere notified that if the- are still unfinaéncial this issue 
of saneteur Radio,,the Septemoer Issue will be the last fomr.rden to 
then, Iv they wish to sontinus to receive Amétour Radio, the Treas- 
urer will. be very pleesed to receives their subscription, 
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electrical sauipmen nt, ete. etc. Besides that there is new goar 
being inata ed all the time, However, I am now training an assis~ 


tans burden & bit, while in my “spare” time I am toach- 
ing Thanks 5RT-+-270. 

eANP has fersikon the WRANS and brasspounding for a quieter life in 
one of “nose “censcred" parts of the Services, 


OFA has also vecertiv been cndowed with a Junior On in the shape of 
&a-nice titiic Fav Bu esr 


Mr, Uditor, IT ask vou, five: baby daughters on these two peges,.. 
are they slinging off at the 2YOis for sons%i?? 


